INTERIOR  OF  GLORIA  DEI  (OLD  SWEDE  S)  CHURCH 
SWANSON  ST.  AND  CHRISTIAN 

Philadelphia,  Pa. 
Gloria    Dei    is    the    oldest    church    in  Penna. 
services  on  this    site   dating  back  as  far 
The  present  church   was  completed  and  fi 
for   services  July   2,    1700.    Originally  thi 
Lutheran    Church.     After    the  Revolution 
commended  to  the  care  of  the  Protestant  I 
Church. 
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